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AN INDEX OF EXPERIMENTER ARTICLES 


HE following pages contain the in- 

dex for Volume X of the General 
Radio Experimenter. In the future, a 
similar index will be published each 
year in the May issue, each index cov- 
ering one complete volume. 

No yearly index of the articles ap- 
pearing in the Experimenter has been 
published since June, 1931. Many re- 


quests have been received from Ex- 
perimenter readers for index material 
covering the years since that date. A 
complete index for that period is now 
in preparation and will be available for 
distribution within the next few 
months. The exact date will be an- 
nounced in a forthcoming issue of the 
Experimenter. 
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